FIG. 7   Carbon Arc Milk Irradiator
Left: Trradiator in open position for cleaning.
Right: Irradiator in operation, sectional view. Milk flows by gravity from
the constant head tank (left) to the distributing trough around the upper edge
of the irradiator. The evenly distributed overflow around the entire inner
surface of the cylinder is exposed to ultra-violet light from the three carbon
arcs in the center of the irradiator. (Courtesy of National Carbon Co.)